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The Springfield 



ORGANIZED 1881. 
REORGANIZED 1889. 



Architectural 



Iron Works, 



SPRINGFIELD, OHIO, 



MANUFACTURERS OF 



Fancy and Ornamental Gates, 
Fancy and Ornamental Fence, 

Cemetery Fn closures 

Tubular Gates, 

Tubular Railings and Posts, . . 

Malleable Iron Crestings, 

Finials, 

Tower Ornaments, 

Weather Vanes, 

Iron Stairways, 

Veranda Railings, 

Veranda Columns, 

Veranda Brackets, 

Iron Verandas, 

Settees and Chairs, 

Window Guards, 




Brackets for Balconies, 

Fire Escapes, v 

Iron Fronts, 

Iron Columns, 

Iron Girders, 

Iron Lintels, 

Iron Beams, 

Fire Proof Shutters and Doors, . . . 

Gratings, v 

Illuminated Sidewalk Lights, 

Illuminated Doors and Ventilators,. 

Stable Fixtures, 

Iron Posts, 

Hitching Posts, 

Tree Guards, 



Jail and Station-House Cells, and All Kinds of Iron Work for Jails. 

Grey Iron Castings, and All Kinds of Architectural 

and Structural Iron Work. 



ALSO MANUFACTURERS OF 



THE PRINCE LAWN MOWER, 
THE MONITOR LAWN MOWER, 



ESTIMATES PROMPTLY FURNISHED ON ALL WORK. 



SEND FOR CATALOGUE OF STRUCTURAL 
IRON WORK AND CRESTING. 



XTo ©ur patrons. 

E take pleasure in presenting to our patrons this general catalogue 
and request that you read it carefully and notice the variety of 
work manufactured by us. We have tried to cover everything in 
our line, but as the subject is so large we may have overlooked 
some of your wants. If you do not find in this catalogue what 
you want, do not take it for granted that we do not make it. 
Bear in mind that we make everything coming under the various 
heads, and request that particular attention be given to the artistic style of the 
work, the variety of the designs and the superior manner in which the mechan- 
ical portion of the work is done. We employ skilled mechanics and guarantee 
all our work. Our long experience in the fence business has enabled us to turn 
out the very best. Please notice by comparing with others that we make a 
greater variety of designs than any other company in the United States. Our 
superior facilities for turning out work, and buying material for cash, enable us 
to make lower prices than our competitors. We do not care to take our patrons 
time in reading over a long list of where work has been done, as many of our 
competitors do, but if any are desirous of such a list we will mail them one. 
A sample of our work can be seen in almost every town and city in the Union. 
Being located in the Champion City, noted for its large manufactories and having 
first-class railroad facilities, we are enabled to obtain the lowest of freight rates. 

Painting. — All work receives one coat of Iron-Clad Paint, brown in color, 
before* leaving the factory. Any other color will be charged extra. 
Send for prices. 

RDDREjSS, 

The Springfield Architectural Iron Works, 

SPRINGFIELD, OHIO. 





Entrance to Daveport Home for Female Orphan Children, Bath, N. Y. Gates Erected by Spring-field Architectural Iron Works. 
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WITH ARCH FOR CEMETERIES, 



PLATE NO. 2. 




post no. 16 VIEW OF ENTRANCE GATES. WITH ARCH FOR CEMETERIES. POST no. «6 



STONE POST. STONE POST. 

ENTRANCE GATES AT ELMWOOD FARM, 

ROANOKE. VA. 



PLATE NO. 4. 




No. 17 Post. No. 5 Drive Cate. No. 17 Post. No. 30 Cate. No. IO Post. 

VIEW OF A CEMETERY ENTRANCE. 




No. 6 DOUBLE DRIVE GATE. 




NO. 18 POST. 



NO 18 POST. 
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NO. 7 DOUBLE DRIVE GATE. 




NO. 25 POST. 



NO. 8 DOUBLE DRIVE GATE. 



NO. 25 POST. 
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No. 5. No. 5. No. IO. No. IO. 

NO. 15 WAISK GATE. NO. 16 WALK (j ATE. 
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No. 4 Post. No. 4 Post 

NO. ;20 WALK GATE. 
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No. 5 4 Post. No. 5 Post. 



NO. 23 WALK (iATK. 
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NO. 27IVAT LT GhATE. 
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NO. 3:J VAULT GATE AND GRILLE. 
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NO. 33 VAULT GATE. 




NO. 35 WALK GATE. 



Post No. 39. 
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A £1 



V * 



Low. 



11 ft. 8 in. 



Small lot with Walk Gate in . 
center of side 



< 5 ft. lO in. > 



* V 



5 ft. lO in. 



41 U. 8 in. 



* A A * 



* 



12 ft. 



Small lot with Walk Gate 
in corner. 



12 ft. 



41 ft. 8 in. 



Grade, 2 ft. 6 in. to 82 ft. 4 In. 



-> 

fiB A 



High. 



00 
CM 



SETTING UP.-Our fence can be readily set up by anyone that can set post plumb, level and straight No difficulty 
to make connections, all joints are positive. We ship in panels with line post, and support for center of panel separate 
Furnish a clear and explicit diagram showing where each panel, post and gate goes. 



Jmporta nt to _Our Customers , 

Measuring.— First make a sketch of the ground, then start at corner or end; give the distance 
to center of first gate, thence to center of next gate, or to corner or end, as case may be. Our Walk 
Gates are three feet three inches between posts; Drive Gates, nine feet. If gates are required larger, 
they must be by spec ial order. 

Setting the Fence.— We furnish a diagram showing where each post, gate and panel of fence 
is to be, and if our directions are followed, no mistakes will occur. 

Recessing Gates.— Be particular at this point. Always measure recess sent you. Set Gate 
Posts back far enough to bring Recess Panels on line with front fence. Then by careful lamping 
around the bases, and proper fastening of the connections at gate posts and ends of panels, the work 
will be firm and substantially set. 

First —Set end or corner posts, then stretch a line from one to the other. Find center of gate as 
measured, then set gate posts, using plumbing line, being very sure dirt is tamped well around bases. 
Stake off for line posts as per diagram, and by the use of a line the holes can be gauged to the same 
depth. Following this method, the bases are made the same level, which causes less trouble in ' 'lining 
up" the fence. The Line Braces are adjustable — essential to the ease of placement. Our fences can 
be set on stone, in which case the necessary fittings will be sent. 

Painting. — We give all our fence one coat of brown Iron-Clad paint before leaving the works, 
and charge two cents a foot for any other color. 
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No Extra Charge for Painting Brown. 
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No. I. — I in. Square Picket, 3 ft. 3Jn.high when set. 
No. 2.— i in. Square Picket, 3 ft. 3 in. high when set. 
No. 3.- | in. Square Picket, 3 ft. 9 in. high when set. 
No. 4.— 1 in. Square Picket, 4 ft. 0 in. high when set. 



No. 27 Post. 




No. 27 Post. 
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No. 8 1-2.— ft in. Round Picket 3 ft. 3 in. high when set. 
No. 9. — 7-16 in. Round Picket, 3 ft. 3 in. high when set . 
No. 10. — 4 in. Round Picket. 3 ft. 3 In, high when set. 
No. I I. — I in. Round Picket, 3 ft. 9 in. high when set. 




Post 




No. 
No. 



1 2.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
I 3.— £ in. Round Picket, 3 ft. 3 in. high when set. 



Post No 



t 
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m 



Line Post. 



No. 18. -\ in, Round Picket, 3 ft. 3 in. high when set. 



■ill, 



Post No. 27. 




Line Post. 



No. 19.— | in. Square Picket, 3 ft. 3 in. high when set 



Post No. 27. 




No. 22.- | 
No. 23.— 7- 
No.24.— t 
No. 25.— i 
No. 26.— t 



in. 
16 in. 
in. 
in. 
in. 



Round Picket, 3 ft. 3 in. high when set. 
Round Picket, 3 ft. 3 in. high when set. 
Round Picket, 3 ft. 3 in. high when set 
Round Picket, 3 ft. ( .» in. high when set. 
Round Picket, 4 ft. 0 in. high when Bet, 



.Post 
No. 31. 



No. 27. 
No. 28. 
No. 29. 
No. 30. 
No. 31. 



in, 

-7-16 in 
-4 in. 
-I in. 
-i in. 



Round 
Round 
Round 
Round 
Round 



Picket, 3 
Picket, 3 
Picket. 3 
Picket, 3 
Picket, 4 



ft. 3 in. high 
ft. 3 in. high 
ft. 3 in. high 
ft. 9 in. high 
ft. 0 in. high 



when set. 
when set. 
when set. 
when set. 
when set. 
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No- 32.— ^ in. Square Picket, 3 ft. 3 in. high when set. Post 
No. 33 — % in. Square Picket, 3 ft. 3 in. high when set. No. 32. 

No. 34.— # in. Square Picket, 3 ft. 9 in. high when set. 
No. 35.— % in. Square Picket, 4 ft. o in. high when set. 



No. 36. — H in. Square Picket, 3 ft. 3 in. high when set. 
No.|37.— 1 / 2 in.;Square Picket, 3 ft. 3 in. high when set. 
No. 38. yk In. Square Picket, 3 ft. gin. high when set. 
No. 39. in. Square Picket, 4 ft. oin. highhvhen set. 




No. 40.—^ in. Round Picket, 3 ft. 3 in. high when set. 



Post No. 22. 



No. 41.— y 2 in. Round Picket, 3 ft. 3 in. high when set. 



The Springfield Architectural Iron Works, Springfield, Ohio. 



33 
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No. 42. 
No. 43. 
No. 44.- 



Ys in. Round Picket, 3 ft. 3 in. high when set. 
7-16 in. Round Picket, 3 ft. 3 in. high when set 
Yz in. Round Picket, 3 ft. 3 in. high when set. 



No. 24 Post. 



No. 45.— ^ in. Round Picket, 3 ft. 3 in. high when set. 
No. 46.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 47.— y 2 in. Round Picket, 3 ft. 3 in. high when set. 




I I I I I I 

NO. MYz- Y* in. Round Picket, 3 ft. 3 in. high when set. 
No. 48. — 7-16 in. Round Picket. 3 ft. 3 in. high when set 
No. 49. Y*- in. Round Picket, 3 ft. 3 in. high when set. 
No. 50.- % in. Round-Picket, 3 ft. () in. high whenjset. 
No. 5 I —}i in. Round Picket, 4 ft. o in. high when*set. 



No. 26 Post. 



1 1 11 1 1 1 

No. 5I>£.- Ys in. Round Picket, 3 ft. 3 in. high when set. 
No. 52.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 53.—Y in. Round Picket, 3 ft. 3 in. high when set. 
No. 54.— r Sjn.*Round Picket, 3 ft. 9 in. high when set. 
No. 55.— ^ in. Round Picket, 4 ft. o in. high when set 
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MINIMI 



No. 56.— Y% in. Square Picket, 3 ft. 3 in, high when set. No. 29 Post. 




n 



1 \ \ 



u 1 1 



No. 57.—^ in. Round Picket, 3 ft. 3 in- high when set. 
No. 58.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 59.- Yz in. Round Picket, 3 ft. 3 in. high when set. 



No. 60.— ; V8 in. Square Picket, 3 ft. 3 in. high when set. 
No. in. Square Picket, 3 ft. 3 in. high when set. 




No. 62.— V& in. Square Picket, 3 ft. 3 in. high when set. 
No. 63.—^ in. Square Picket, 3 ft. 3 in. high when set. 



No. 25 Post. 
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No. .64.- s in. Square Picket, 3 ft. 3 in. high when set. 
No. 65.— 1 j in. [Square Picket, 3 ft. ^ in. high when set. 




No. 7 Post 



No. 66.— >6 in. Square Picket, 3 ft. 3 in. high when set. 
No. 67.— % in. Square Picket, 3 ft. 3 in. high when set. 
No. 68.—^ in. Square Picket, 3 ft. 9 in. high when set. 
No. 69.—^ in. Square Picket, 4 ft. o in. high when set. 




No. 70 
No. 71. 



in. Square Picket, 3 ft. 3 in. high when set 
-}i in. Square Picket, 3 ft. 9 in. high when set 



No- 27 Post. 



No. 72.— ^ in. Square Picket, 3 ft. 3 in. high when set. 
No. 73.— % in. Square Picket, 3 ft. 9 in. high when set. 
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No. 7 Post. 
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No. 80.—^ in. Square Picket, 3 ft. 3 in. high when set. 
No, 81.—^ in. Square Picket, 3 ft. 9 in. high when set. 




6 &(b 




i 1 







1 1 i 
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No. 82.—% in. Square Picket, 3 ft. 3 in. high when set. 
No. 83. — x / 2 in. SquareiPicket, 3 ft. 3 in. high when set. 



No. 25 Post. 




Fill 



No. 84. X in. Round Picket, 3 ft. 3 in. high when set. mmmmmmm 
No. 85.—^ in. Round Picket, 3 ft. 3 in. high when set. No. 23 Post. 



No. 86.— |s in. Round Picket, 3. ft. 3 in. high when set. 
No. 87.—^ in. Round Picket, 3 ft. 3 in. high when set. 
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No. 88. y s in. Round Picket, 3 ft. 3 in. high when set. 
No. 89.— y 2 in. Round Picket, 3 ft. 3 in. high when set. 




I I I III i 1 l l 



No. 90.— yi in. Round Picket, 3 ft. 3 in. high when set. 
No. 91.— Si in. Round Picket, 3 ft. 3 in. high when set. 



\ \ \ \ \ \ I 

^ /h A M. /Iv ^ 




No. 92.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 93.— w 2 in. Round Picket, 3 ft. 3 in. high when set. 



No. 13 Post. 



No. 94.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 95.— y 2 in. Round Picket, 3 ft. 3 in. high when set. 




No. 96.— 7-16 in. Round Picket, 3 ft. 3 in. high when set 
No. 97. — }b in. Round Picket, 3 ft. 3 in. high when set 



No. II Post. 



No. 98.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 99.— % in. Round Picket, 3 ft. 3 in. high when set. 




No. 100.— x / 2 in. Round Picket, 3 ft. 3 in. high when set. 



No. 4 Post. 



No. \0\.~}4 in. Round Picket, 3 ft. 3 in. high when set. 
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No. 102. ^ in. Round Picket, 3 ft. 3 in. high when set. No. 2 Post. N <>. 103. Vx in. Round Picket, 3 ft. 3 in. high when set. 




No. 104— in. Square Picket, 3 ft. 3 in. high when set. No. 10 Post. No. 105.—^ in. Square Picket, 3 ft. 3 in. high when set. 
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No. 4 Post. 

No. 106. l > in Round} Picket, 3 ft 3 in. high when set. 1 x % in Scroll Iron. 
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No. 107. — y 2 in. Square Picket, 3 ft. 3 in. high when set. No. 13 Post. No. 108. — X in. Square Picket, 3 ft. 3 in. high when set. 




No. 28. No. III.— l o. in. Round Picket, 3 ft. 3 in. high when set. No. 28. No. 112.— in. Round Picket, 3 ft. 3 in. high when set. No. 2 
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No. 28. No. 28. 

No. 115.— 'o in. Round Picket, 3 ft. 3 in. high when set. No. 116.— ^ in. Round Picket, 3 ft. 3 in. high when set. 
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No. »».-# in. Square Picket, 2 ft. 2 in. high from coping. No. If©.-* in. Square Picket, 2 ft. 2 in. high from coping. 
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No. 36 Post. 



No. 121 — y 2 in. Square Picket, 3 ft. 3 in. high when set. 
No. 122.-5* in. Square Picket, 3 ft. 9 in. high when set. 
No. 123.- -% in. Square Picket, 4 ft. o in. high when set. 



No. \2\— l / 2 in^ Round Picket, 3 ft. 3 in, high when set. 
No. 125 — H in Wound Picket, 3 ft. 9 infhigh when set. 




n 11 11 1 1 u 11 1 11 1 |j t i 'U u 11 11 ii 1 11 u 1 



No. 37 Post. 



No. 126.—^ in. Round Picket, 3 ft. 3 in. high when set. 
No. 127.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 



No. 128.— 7-16 in. Round Picket, 3 ft. 3 in. high when set. 
No. 129.— in Round Picket, 3 ft. 3 in. high when set. 
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NO. 38 POST. 

No. 130. — l o in. Round Picket, 3 ft 3 in. high when set' No. 131.— % in. Round Picket, 3 ft. 3 in. high when set. 




VIEW OF OEMETEEY LOT ENCLOSURE. 

This cut shows tive different styles of Fence with No. 28 Post for corners, and No. 27 Post for ^ate. Any <>f our styles 

of Fence, Gates and Posts can be used. 
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VIFAV OF CEMETERY T.OT ENCLOSURE. 
Marble Dealers will find it profitable to handle our work. When writing for estimates give style and number feet of Railing, Gate and Posts wanted. 
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NO. 3 CEMETERY PIPE RAILING. 
USED WITH STONE POSTS. 

Galvanized or Plain Pipes. Ornaments suitable for one and one-half and two inches. In ordering state length and>ize ofjpipe. 
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XO. 6 WINDOW GUAED. « 
Brass or Iron Top Rail. 
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No. I.— With Spike. No. 2.— Plain. 

Wrought Iron Stair and Area Railing. 




No. 3. Area and Balcony Railing.)' Wrought and Malleable Iron. 




No. 4.- Area 




WfaliMf T. cin.q. 

No. 12 Post. 



No. 20 Post. 



No. 5. Railing. 




No. 6.— Plain Balcony Rail, all Wrought Iron. This makes 
a good Railing for Balconies, Fire Escapes, etc. Can 
be made any height desired. 




No. 7.— This makes a very fine Railing for Offices, Banks and 
many places where an Ornamental Wrought Iron Rail 
is wanted. Can be made any size desired. 
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No. 8.- Ratling, 2 in. Cast Iron Hand Rail. 
No. 9.— Railing, \% in. Wrought Iron Hand Rail. 




No. 10.- Balustrade, 2 in. Cast Iron Hand Rail. 
No. I I.— Balustrade, \% in. Half Oval Hand Rail. 
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